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= : | REVISIONS | 
WIRE CABLE CODES AND SYMBOLS: | | : A 9-20-55 682i a 


W WHITE BL BLUE BK BLACK 
G GREEN R RED Y YELLOW 
O ORANGE BR BROWN S SLATE 
P PURPLE 18659 ; i 
w——————-—==-K DENOTES WIRES TO BE TAPED, OR SPLICED AND TAPED. SWITCH : 
| DPOT 


ASSOCIATED GABLES: 


ammmn~wemme = (O6896 CABLE . aos oe . 
1'7590 CABLE (POWER) 
136661 CABLE Ss 


136438 CABLE 100" SS 
MOTOR LEADS 60024RM TUBING , 

(NOTE 4) 
-GONNECTORS ARE SHOWN FROM PRONG AND SLOT ENDS. =; 


: 60024RM TUBING 
60024RM TUBING GUT TO 3/4" LENGTHS - 2 PLACES. . (NOTE 4) 96212 BK 


60027RM TUBING CUT TO 3/4" LENGTHS -— 2 PLACES. 
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136408 oFFIO 
SOCKET 


GND: SCREW 
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962tI BK 
COVER LEADS AT GOVENOR RESISTOR TERMINALS WITH HIGH TEMPERATURE TO 
TUBING. 60278RM FOR NO.22 WIRE, 60279RM FOR NO.I8 WIRE, AND \ =] MOTOR 
60280RM FOR MOTOR LEADS. ' | 
| 73497__ 
CUT LEAD TO 5" LENGTH, SKIN, TWIST, AND TIN 3/8° * nena 
NOTE 5 Lo—___-2 s— 
: | a 
| Of YF © m2 ® 22 x 
--GND. SCREW -am™ € o © ro - s 
eon” ceory samy a! 
CUT-OUT STARTING | : 
SWITCH WINDING | | 
; ‘ 
| 13666! 
RUNNI ° 117590 
WINDING = ae TO TERM. IO a 
NOTE 6 oc em oe ma oe TO TERM. 9 ° 
I5 VAC 60~ 
ALL SYNCHRONOUS MOTOR 
ep Ca oe GND. SCREW : : : w ; ; | ACTUAL 
RIMES ARRANGEMENT LC,H ¢ eee oy ee a . WIRING DIAGRAM 
G | BK : | | TYPING 
TO TERM. 9 | ; 3 REPERFORATOR 
115 VAG 50-60 -~ | po FPR 74 
SERIES MOTOR WITH FILTER : : MOTOR ARR'G'T.W, LB, LC 
1504 as 1 $ 
RTTY 2h OTe aay ARRANGEMENT LB 3 7 
TELETYPESS slas-Service | | 
PO Box 2111 El Sobrante, Ca. | an 
94820. (§10)222-3102 oy | 
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